Not Recommended 


East Hartford, Connecticut 
"River Festival" 

July 4-6, 1985 
Attendance 350-5QQM 

As the River Festival is held during the Independence Day 
celebrations, a fireworks display would be expected and not 
treated as a special event. 
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